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LIMITED OFFICIAL USE 

PAGE 01 BEIRUT 08180 27101 8Z 

14 

ACTION OPR-02 

INFO OCT-01 NEA-10 ISO-OO SCS-03 CIAE-00 INR-07 NSAE-00 

SCA-01 /024W 

078585 

P 270936Z JUN 75 

FM AMEMBASSY BEIRUT 

TO SECSTATE WASHDC PRIORITY 4997 


LIMITED OFFICIAL USE BEIRUT 8180 

E.O.l 1652: N/A 

TAGS: AEMR, OGEN, CGEN 

SUBJECT: EMERGENCY AND EVACUTATION: POTENTIAL EVACUEES AND 
PRIVATE AMCITS ABROAD 

REF: A) DEPARTMENT'S A-3824 OF JUNE 3,1975, B) BEIRUT 7432 

AS REF. A REQUIRES COMPILATION OF FIGURES AS OF JUNE 30 
AND ARRIVAL OF SUBMISSION IN DEPT. BY JULY 15, EMBASSY WOULD 
APPRECIATE TIMELY RESPONSE TO PARA 1. REF B. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BEIRUT08180 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750223-0052 
From: BEIRUT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975067/aaaaaftk.tel 

Line Count: 38 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OPR 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 DEPARTMENT'S A-3824, 75 OF JUNE 3, 75 975, 75 BEIRUT 7432 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 AUG 2003 by izenbei0>; APPROVED <03 DEC 2003 by CunninFX> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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